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Vol. 30. Nos. 307@308 WW Published for all users of Howard W. Sams’ Photofact Folders yk January 1, 1956 
New Additions Summarized 945 - TheJ & GMachineCo., Inc., Worchester 4, 
To RETMA Production Source Code Massachusetts 
946 - i ‘i 
The following companies have been added to the orate Bieol Tubing Corbi, New York:34, 
RETMA Production Source Code list since January 947 - Pacific Semiconductors, Inc., Culver City, 
1955. This information should be made a part of the California 
1955 Registration list of RETMA Production Source 948 - The Radix Wire Company, Euclid 32, Ohio 
Code appearing in Servicer in PHOTOFACT Set 286. 949 - * Apex Coil and Transformer Corporation, ' 
NUMERICAL LIST Chicago 8, Il. 


950 - Feedback Controls, Inc., Alexandria, Va. 
951 - Kost Products Company, Inc., Chicago 39, Il. 


Renewed 952 - Rhein Sound Systems, Inc., Orlando, Fla. 
953 - Scientific Radio Products, Inc., Omaha 8, Nebr. 

580 - *Rowe Industries, Toledo 9, Ohio 954 - Union City Filament Corp., UnionCity, N. J. 
671 - *Lytle Engineering & Mfg. Co., Chicago 3, Ill. 955 - UnitedStates Electronic Research & Development 
158 - *Electrometric, Inc., Woodstock, Ill. Corp., Detroit 16, Mich. 
916 - Texas Electronics Mfg. Co., Inc., Houston, Tex. 956 - Vitramon, Inc., Bridgeport 1, Conn. 
922 - Standard Television Tube Corp.,NewOrleans12, 957 - Winston Electronics, Inc., Philadelphia 27, 

Louisiana Pennsylvania 

958 - Five Star Manufacturing Co., Houston 20, Tex. 
New 959 - *Transitron Electronic Corporation, Melrose, 
Massachusetts 

938 - Farnsworth Electronics Company, Fort Wayne, 960 - *Ontario Industries, Inc., Hornell, N. Y. 

Indiana 961 - Anton Electronic Laboratories, Inc., Brooklyn 
939 - Antennex Company, Venice, Calif. 37, New York 
940 - Bomac Laboratories, Inc., Beverly, Mass. 962 - *Televideo Corporation of America, Los 
941 - Electronic Engineering Company of Calif., Angeles 12, Calif. 

Los Angeles 57, Calif. 963 - Foto-Video Laboratories, Inc., Bloomfield, N. J. 
942 - Federated Metals Division, American Smelting 964 - Huggins Laboratories, Inc., Menlo Park, Calif. 

and Refining Co., New York 5, N. Y. 965 - Moloney Electric Company, St. Louis 20, Mo. 
943 - G. M. Giannini &Co., Inc., Pasadena 1, Calif. 966 - Mullenbach Division of Electric Machinery Mfg. 
944 - Insulated Circuits, Inc., Belleville, N. J. Co., Los Angeles 58, Calif. 










KEEP-YOUR-NEW-VOLUMES-NUMBERED 


PHOTOFACT CERTIFICATE 


This Certificate entitles you to a complete set of PHOTOFACT Volume Number Labels 
(Nos. 31 Thru 40) ABSOLUTELY FREE --- Fillinyour name with your complete mailing 
address on reverse side. Tear off Certificate and mail directly to us. 


A complete Set of PHOTOFACT Volume Labels (Nos. 31 Thru 40) ABSOLUTELY FREE 
with instructions for attaching to binders will be forwarded to you by return mail, 


BE SURE TO FILL OUT REVERSE SIDE COMPLETELY --- THEN MAIL TO - 


HOWARD W. SAMS & CO., INC., 2201 E, 46th ST., INDIANAPOLIS 5, INDIANA 


967 - North American Aviation, Inc., Downey, Calif. 
968 - Rapid Die and Molding Co., Schiller Park, Il. 
969 - Reeves-Hoffman Corporation, Carlisle, Penna. 


970 - TelAutograph Corporation, Los Angles 19, Calif. 


971 - Vector Electronic Co., Los Angles 65, Calif. 
972 - *Industrial Tubes, Inc., Geneva, Ill. 
973 - *PCA Electronics Inc., Santa Monica, Calif. 


ALPHABETICAL LIST 


Renewed 


*Electrometric, Inc., Woodstock, Ill. - 758 
*Lytle Engineering & Mfg. Co., Chicago3, Ill. - 671 
*Rowe Indsutries, Toledo 9, Ohio - 580 

Standard Television Tube Corp., New Orleans 12, 
Louisiana - 922 

Texas Electronics Mfg. Co , Inc., Houston, Tex. - 916 


New 


Antennex Company, Venice, Calif. - 939 
Anton Electronic Laboratories, Inc., Brooklyn 37, 
New York - 961 
*Apex Coiland Transformer Corporation, Chicago 8, 
Illinois - 949 
Bomac Laboratories, Inc., Beverly, Mass. - 940 
Electronic Engineering Co. of Calif., Los Angles 57, 
California - 941 
Farnsworth Electronics Co., Fort Wayne, Ind. - 938 
Federated Metals Division, American Smelting and 
Refining Co., New York - 942 
Feedback Controls, Inc., Alexandria, Va. - 950 
Five Star Manufacturing Co., Houston 20, Tex. - 958 
Foto-Video Laboratories, Inc., Bloomfield, N. J. - 963 
G. M. Giannini & Co., Inc., Pasadena 1, Calif. - 943 
Huggins Laboratories, Inc., Menlo Park, Calif. - 964 
*Industrial Tubes, Inc., Geneva, Ill. - 972 
Insulated Circuits, Inc., Belleville, N. J. - 944 
The J & G Machine Co., Inc., Worchester 4, 
Massachusetts - 945 
Kost Products Co., Inc., Chicago 39, Ill. - 951 
Mechanical Steel Tubing Corp., New York 34, 
New York - 946 
Moloney Electronic Company, St. Louis 20, Mo. - 965 


Mullenbach Division of Electric Machinery Mfg. Co., 
Los Angeles 58, Calif. - 966 
North American Aviation, Inc., Downey, Calif. - 967 
*Ontario Industries, Inc., Hornell, N. Y. - 960 
Pacific Semiconductors, Inc., Culver City, Calif. - 947 
*PCA Electronics Inc., Santa Monica, Calif. - 973 
The Radix Wire Co., Euclid 32, Ohio - 948 
Rapid Die and Molding Co., Schiller Park, Ill. - 968 
Reeves-Hoffman Corporation, Carlisle, Penna. - 969 
Rhein Sound Systems, Inc., Orlando, Fla. - 952 
Scientific Radio Products, Inc., Omaha 8, Nebr. - 953 
TelAutograph Corp., Los Angeles 19, Calif. - 970 
*Televideo Corporation of America, Los Angles 12, 
California - 962 
*Transitron Electronic Corp., Melrose, Mass. - 959 
Union City Filament Corp., UnionCity,N. J. - 954 
United States Electronic Research & Development 
Corp., Detroit 16, Mich. - 955 
Vector Electronic Company, Los Angles 65, 
California - 971 
Vitramon, Inc., Bridgeport 1, Conn. - 956 
Winston Electronics, Inc., Philadelphia 27, 
Pennsylvania - 957 


(*) Indicates Non-Members. 





CORRECTION NOTE 


Airline Models 25GSE-3062A, 25GSE-3063A, 25GSE- 
3081A 
PHOTOFACT Set 195 Folder 2. 


Picture tube listing on page 12 and schematic 
diagram should be 21FP4A. 


